THE  FIRST  CONGREGATIONAL  CHURCH  OF  ROCKTON. 
ILLINOIS,  known  as  the  OLD  STONE  CHURCH.  Was 
organized  in  1838.  Tfje  present  structure  is  over  one 
hundred  years  old. 

Ektachrome  by  Jack  Taylor 


Pub.   by  Rockford   Photo  Service.   Rockford.  III. 


298-D  10 
S641S 


PLACE 

STAMP 
HERE 


POST  CARD 


